228     DOCKETED ITEMS

9005010081 Forwards response to Generic Ltr 90-01, "Request for Voluntary Participa-
tion in NRC Regulatory Impact Survey."

ODELL.W.H. Gulf States Utilities Co. 90/04/20. Document Control Branch (Document
Control Desk). 18pp. 53670:034-53670:051.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Droiects 'Dcst 87Q411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. S'J663 OC:-53(563:363.

9005070001 Summary of 900417 meeting w/BWR Owners Group in Rockvilie.MD to
discuss proposals by BWR-6 owners for implementing new STS for plants.
GIARDINA.R.J. Technical Specifications Branch. 90/04/26. CALVO.J.A. Technical
Specifications Branch. 2pp. 53778:010-53778:011.

9005070068 Suppl 15 to "Startup Test Rept." W/900430 Itr.
ODELL.W.H. Gulf States Utilities Co. 90/04/27. 4pp. 53746:193-53746:196.

9005080025 Notification of rescheduled rngt meeting w/util at Region IV ofc on 900511
to discuss svc water corrosion at plant.

CONSTABLE.G.L Region 4, Ofc of the Director. 90/05/01. Region 4, Ofc of the Di-
rector. 2pp. 53756:034-53756:035.

9005110277 Responds to Generic Ltr 89-19, "Request for Action re Resolution of USI
A-47, 'Safety Implication of Control Sys in LWR Nuclear Power Plants.'"
ODELL.W.H. Gulf States Utilities Co. 90/05/04. Document Control Branch (Document
Control Desk). 4pp. 53814:358-53814:361.

9005240245 Forwards Amend 42 to License NPF-47 & safety evaluation. Amend re-
moves certain cycle-specific parameter limits from Tech Specs & relocates limits into
core operating limits rept per Generic Ltr 88-16.

PAULSON.W.A. Project Directorate IV (891001-900602). 90/05/09. DEDDENS.J.C.
Gulf States Utilities Co. 3pp. 53938:001-53938:054.

-9005240247 Amend 42 to License NPF-47,removing certain cycle-specific parameter
limits from Tech Specs & relocating limits into core operating limits rept per Generic
Ltr 88-16.

HEBDON.F.J. Project Directorate IV (891001-900602). 90/05/09. 47pp. 53938:004-
53938:050.

-9005240249 Safety evaluation supporting Amend 42 to License NPF-47.
* Office of Nuclear Reactor Regulation, Director (Post
53938:051-53938:054.

870411).  90/05/09.  4pp.

9005220253 Forwards Amend 43 to License NPF-47 & safety evaluation. Amend modi-
fies Tech Spec requirement to perform simulated loss of offsite power test of diesel
generators within 5 minutes of performing 24 h run.

PAULSON.W.A. Project Directorate IV (891001-900602). 90/05/11. DEDDENS.J.C.
Gulf States Utilities Co. 3pp. 53879:176-53879:191.

-9005220254 Amend 43 to License NPF-47,modifying Tech Spec requirement to per-
form simulated loss of offsite power test of diesel generators within 5 minutes of per-
forming 24 h run.

HEBDON.F.J. Project Directorate IV (891001-900602). 90/05/11. 10pp. 53879:179-
53879:188.

-9005220255 Safety evaluation supporting Amend 43 to License NPF-47.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/11. 3pp.
53879:189-53879:191.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, inc. 90pp. 53801:001-53801:090.

9005170049 Application for amend to License NPF-47,revising max temp for suppres-
sion pool temp from 95 to 100 F due to peak summer temps in area which can limit
plant operation or require shutdown.

PLUNKETT.T.F. Gulf States Utilities Co. 90/05/14. Document Control Branch (Docu-
ment Control Desk). 9pp. 53857:066-53857:077.

-9005170050 Proposed Tech Specs re limiting condition for operation & surveillance re-
quirements for suppression pool.

*  Gulf States Utilities Co. 90/05/14. 3pp. 53857:075-53857:077.

9005230259 Application for amend to License NPF-47,revising "Min Temp vs Reactor
Pressure," curves contained in Section 3/4.4.6 & associated bases.
DEDDENS.J.C. Gulf States Utilities Co. 90/05/14. Document Control Branch (Docu-
ment Control Desk). 9pp. 53920:062-53920:154.

-9005230261 Proposed Tech Specs revising "Min Temp vs Reactor Pressure," curves
contained in Section 3/4.4.6 & associated bases.

*  Gulf States Utilities Co. 90/05/14. 12pp. 53920:071-53920:082.

-9005230265 Rev 1 to "Implementation of Reg Guide 1.99,Rev 2 for River Bend
Station, Unit 1."

CAINE.TA, PAPANDREA.C.J., RANGANATH.S. General Electric Co. SASR 89-20
R01. 90/03/31. 56pp. 53920:083-53920:138.

-9005230266 "Flux Wire Dosimeter Evaluation for River Bend Station."
CAINE.TA, STEVENS.G.L, RANGANATH.S. General Electric Co. SASR 88-49. 88/
06/30. 13pp. 53920:139-53920:151.

-9005230269 "Determination of Fast Neutron Flux Density & Fluence:River Bend Sta-
tion."

MARTIN.G.C., KESSLER.LK., ADAMSON.R.B. General Electric Co. 88/05/25. 3pp.
53920:152-53920:154.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411), 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005250117 Application for amend to License NPF-47,revising requirements for Tech
Spec 3.5.2, "ECCS-Shutdown."

PLUNKETT.T.F. Gulf States Utilities Co. 90/05/21. Document Control Branch (Docu-
ment Control Desk). 10pp. 53924:338-53924:354.

-9005250121 Proposed Tech Spec 3.5.2, "ECCS-Shutdown."
* Gulf States Utilities Co. 90/05/21. 7pp. 53924:348-53924:354.

Q. Inspection reports, IE Bulletins & correspondence

9005010081 Forwards response to Generic Ltr 90-01, "Request for Voluntary Participa-
tion in NRC Regulatory Impact Survey."

ODELL.W.H. Gulf States Utilities Co. 90/04/20. Document Control Branch (Document
Control Desk). 18pp. 53670:034-53670:051.

9005010018 Responds to NRC Bulletin 90-002, "Loss of Thermal Margin Caused by
Channel Box Bow." Facility does not currently reuse fuel channels for second bundle
lifetime & does not anticipate reuse of fuel channels in future.
DEDDENS.J.C. Gulf States Utilities Co. 90/04/24. Document Control Branch (Docu-
ment Control Desk). 3pp. 53667:200-53667:202.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005040129 Forwards Insp Rept 50-458/90-08 on 900301-31.No violations or devi-
ations noted.Actions taken re previously identified insp findings also examined.
COLLINS.S.J. Region 4, Ofc of the Director. 90/04/26. DEDDENS.J.C. Gulf States
Utilities Co. 3pp. 53739:182-53739:193.

-9005040135  Insp  Rept   50-458/90-08  on   900301-31.No  violations  or  deviations
noted.Major    areas    inspected:operational    safety    verification.surveillance    test
observation.followup of previously identified items & maint observation.
CONSTABLE.G.L   Region  4,   Ofc  of  the   Director.   90/04/24.   9pp.   53739:185-
53739:193.

9005040152 Comments on SALP Rept 50-458/90-01 for Oct-Dec 1989.Util increased
security audit frequency & has used outside expertise in security mgt to self-identify
needed improvements or hardware deficiencies.

DEDDENS.J.C. Gulf States Utilities Co. 90/04/27. MARTIN.R.D. Region 4, Ofc of the
Director. 6pp. 53739:132-53739:137.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005080131 Forwards Insp Rept 50-458/90-09 on 900402-06.No violations or devi-
ations noted.One unresolved item noted.

COLLINS.S.J. Region 4, Ofc of the Director. 90/04/30. DEDDENS.J.C. Gulf States
Utilities Co. 3pp. 53785:204-53785:213.

-9005080133 Insp Rept 50-458/90-09 on 900402-06.No violations or deviations
noted.Major areas inspected:QA program.followup on licensee actions re NRC Bulletin
87-002 & licensee actions on previous insp findings.

ELLERSHAW.L.E., BARNES.I. Region 4, Ofc of the Director. 90/04/25. 7pp.
53785:207-53785:213.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005080026 Notification of mgt meeting w/util at Region IV ofc on 900518 to discuss
plant security improvement projects.

CONSTABLE.G.L Region 4, Ofc of the Director. 90/05/01. Region 4, Ofc of the Di-
rector. 2pp. 53755:360-53755:361.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cernent Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANG ART, R.L. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005100243 Resp9nds to violations noted in Insp Rept 50-458/90-02 on 900122-
26.Corrective actions;electrical power removed from valves.safety assessment of spu-
rious opening performed & QA performed on energized valves.
DEDDENS.J.C. Gulf States Utilities Co. 90/05/07. Document Control Branch (Docu-
ment Control Desk). 8pp. 53825:188-53825:195.

9005110099 Ack receipt of 900328 supplemental response to violations noted in Insp
Rept 50-458/86-04.Concurs w/util plans to remove hold points in electrical maint
work requests for Category I electrical equipment panels.

COLLINS.SJ. Region 4. Ofc of the Director. 90/05/07. DEDDENS.J.C. Gulf States
Utilities Co. 3pp. 53813:162-53813:166.g racks in svc & every 5 yrs thereafter.acceptable.
